BILL NO. S-79-03- ^ 2 . 



SPECIAL ORDINANCE NO. S- , "? °i 


AN ORDINANCE approving City Utilities 
Purchase Order No. 0931 with Hersey 
Meter Company for equipment for the 
Water Maintenance & Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 


INDIANA: 


SECTION 1. That City Utilities Purchase Order No. 0931, dated 
March 13, 1979, between the City of Fort Wayne, by and through the City 
Utilities Purchasing Agent and the Board of Public Works and Hersey Meter 
Company, for: 


Water meter supplies and replacement parts for use 
by the Water Maintenance & Service Department, 


at a cost of $3,537.90, all as more particularly set forth in said Purchase 
Order, which is on file in the Office of the Department of Purchasing and is 
by reference incorporated herein and made a part hereof, be and the same is 
in all things ratified, confirmed and aoproved. 

SECTION 2. That this Ordinance shall be effective upon passage 
and approval by the Mayor. 















Read the first time in full and on motion by 




, seconded by 



and duly adopted, read the second time by title and referred to the 
(and-'tfrS'TJity rian Commission for 


reeommendauoHTaird Public Hearing to be held after due legal notice, althe Council Chambers, 

City-County Building, Fort Wayne, Indiana, on • _the_J_ day 

of . ,19_, at ._o’clock_M..E.S.T. 


DATE: 


_JX_2=?/ 




CITY CLERK 




O 

Read the third time in full and on motion by iXi v y ,yy> __ 

seconded by , S c. _, and duly adopted, placed on its passage. 

PASSED (-LOST’)'by the following vote: 


TOTAL VOTES 

AYES 

1 

NAYS 

ABSTAINED 

■ ABSENT 

BURNS 

V 




HINGA 




,X 

HUNTER 

Sc 




MOSES 




X 

NUCKOLS 

. X 




SCHMIDT, D. 

X 




SCHMIDT. V. 

V 




STIER 

V 




TALARICO 

■X 




DATE: 

.i 

o 

1 

-J 
—D- 



^1. /c.I',/. 


CITY CLERK 



Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

(ANNEXATION (SPECIAL) (APPROPRIATION) ORDINANCE 




on the 


ATTEST: (SEAL) 

4 14 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 1 \ I 
day of _. 19 X at the hour of o 'clock i M .,E.S.T. 


CITY CLERK 


Approved and signed by me this 
hour of o ’clock 


II 



, i9_i 


19 *. 


MAYOR 









































































































S-79-03-24 


REPORT OF THE COMMITTEE, ON 
City Utilities 


CITY UTILITIES 


.to whom \ .1 


approving City Utilities Purchase order No, 09 31 with Hersey 
Meter Company for equipment for the Water Maintenance 
Service Department 


have had said Ordinance under consideration and beg leave to report back/to the Common 

Council that said Ordinance //P _ PASS, 

PAUL M„ BURNS - CHAIRMAN " 



c 

SAMUEL-.:!-, 

. TALARlG^i- VICE CHAIRMAN 

VIVIAN G, 

. SCHMIDT 

DONALD J. 

. SCHMIDT 

: ’JAMES S. 

STIER 



/-'/ 7 crv 


crn 0X0 






























Memorandum 



To_ 

From_ 

Subject 


COPIES TO: 


H. P. Wehrenberg, Board of Works 


Ruth Winget, Purchasing Department 

Register Meters and Parts 


- Dat » March 13, 1979- 


Ed Stanczak 
Lloyd Mi 11er 
John Moran 


Herewith is Purchase Order No. 0931 which is prepared favoring 
Hersey Meter Company for Register Meters and other meter parts for 
Water Maintenance & Service Department. 


These are proprietary items because: 


1. Meets with City of Fort Wayne standards. , 

2. Other sources of supplies would not be interchangeable 
with these items. 

3. Items are for maintenance purposes. 


Attached are the following documents in support of the recommendation 
for acceptance of Hersey Meter Company: 


1. Copy of Price List of 7/15/78 and letter of 3/7/79. 

2. Purchase Order No. 0931. 


It is urged that in referring this quote to the City Council for 
enactment of an ordinance, that all of the attached items, together 
with this memorandum (or copies), be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order No. is given 
to Hersey Meter Company until evidence of Council approval is furnished 
to the Purchasing Department. 











HERSfY PRODUCTS INc. 

WATER METER AND CONTROLS DIV. 
250 ELM ST./ DEDHAM, MA 02026 


HFRSFY METER PARTS PRICE LIST 


** ALL PRICES SUBJECT TO CHANGE WITHOUT NOTICE ** 


EFFECTIVE 7/15/78 


PART NO. 


DESCRIPTION 


10130 SM LOW MAG REG BOX ASSY 

10131 SM LOW MAG REG BOX ASSY LESS LlD 

10201 SM HIGH REG BOX ASSY DNR USE 10230 

10202 SM HIGH REG BOX ASSY-LESS LID-DNR USE 10231 

10230 SM HIGH MAG REG BOX ASSY 

10231 SM HIGH MAG REG BOX ASSY-LESS LID 

11101 MED LOW REG BOX ASSY DNR USE 11130 

11102 MED LOW REG BOX ASSY-LESS LID DNR USE 11131 

11130 MED LOW MAG REG BOX ASSY 

11131 MED LOW MAG REG BOX ASSY-LESS LID 

11201 MEDIUM HIGH REGISTER BOX ASSY, DNR USE 11230 

11202 MED HIGH REG BOX ASSU-LESS LID DNR USE 11231 

11223 MMD BRZ REG BOX ASSY LESS LID 

11230 MED HIGH REGISTER BOX ASSY-MAG 

11231 MED HIGH MAG REG BOX ASSY-LESS LID 

11250 MED HIGH REG BOX ASSY MOD 75 

1 1 259 REG BOX ROLL PIN 1/8X3/4 AM E T R Ol(& 90394 P01 3) 

11261 REG ROX MMD MTRS AMETROL (#51002P030) 

1 1 263 REG BOX FOAM SUPPT GASK AMETROL (#51089P028) 

11264 HERSEY PLASTIC REG BOX ASSY-2 EAR 

11265 HERSEY PLASTIC REG BOX ASSY-4 EAR 

11268 MED FOLDED REG BOX COVER MOD P 
11280 MMD BRZ REG BOX ASSY LESS REGISTER 

12101 LARGE BONNET COMPLETE 

12102 LARGF BONNET COMP NO LID 

19101 LID-SMALL REG BOX 

19102 LID PIN-SM REG BOX 

19103 2SCREW SEAT RING GASKET 

19104 SMALL BONNET GLASS-LOW 8 HIGH 

19106- SMALL HOLDING RING 

19109 O-RING 2-039 50 DURO NEOPRENE 

19110 O-RING #2-148 50 DURO SILICONE 

19111 O-RING #2-035 50 DURO SILICONE-DNR (98357) 

19201 LID MED REG BOX 

19202 LID PIN MED REG BOX 

19203 GLASS GASKET MED REG BOX 

19204 MEDIUM fONNET GLASS 

19209 O-RING 2-041 50 DURO NEOPRENE 

19210 OrJ UNG #2-151 50 DURO SILICONE _ 

X9TT1 O-RING #2-037 50 DURO SILTCONF _ 

T921 2 MED REG BOX GL AS S^MAGNETTcTdnR use 19213 

19213 MED REG ROX GLASS-75 MAGNETIC METERS 

19214 O-RING/ #2-145 50 DURO SILICONE 

19301 LARGE RFG BOX LID 


PAGE 1 


PRICE EACH 

12.75 

10,64 

***** 


8.51 

6,40 

***** 


12 . 8 ? 

11.72 


6.80 
9.24 
6.80 
8.20 
.11 
1.65 
.11 
4.17 
5.72 
1.05 
9.24 
21.02 
14.41 
2.51 
.07 
.02 
.22 
.22 
.26 
,60 


2.84 

.07 

.03: 

.26 

.39 

.65 

.72 

.53 

6.38 










HERSEY PRODUCTS INC. 

WATER METER A fa D CONTROLS DIV. 
250 ELM ST./ DEDHAM, MA 02026 


HEPSEY METER PARTS PRICE LIST 


** ALL PRICES SUBJECT TO CHANGE WITHOUT NOTICE ** 
EFFECTIVE 7/15/78 


PART NO. DESCRIPTION 


PAGE 7 


PRICE EACH 


32080 3 TO 6 CLOSED TRAIN A HW - 

32081 3 4 6 HW BT FR BU 

32086 3 4 6 HW CTL 

32099 PAWL SST-3 4 6 DISC SM & TORR LG TRAINS 
33100 5 STAGE TRAIN ASSY 

. 33141 SUPPORT-MAG CT LOWER'DR IVE ' ASSY DNR (50909) 

33148 LOWER DRIVE ASSY SST-MAG CT METER 

33149 ** PART NOT AVAILABLE ** 

33201 CL TOP FRM&BSH A TORR TRN 

33205 CL BTM FRMSBSH A TORR TRN 

33208 1ST GEAR 8 PINION ASSY-LARGE TRAINS 

33211 2ND GEAR 8 PINION ASSY-LG TRAINS 

33213 3RD GEAR 8 SPINDLE ASSY LG TRAINS 

3j$ 2 15 LG C L BTM F _R. C O.M / T Q..R- XJLM___ 

dO- C2H^5 2 12 TORR LG CLSD TN ASSY 259/1 PO 

33262 L G TR~3RD~3 R ASM S S~T ' _ 

39901 TRAIN CAP NUT 

39904 1/2-22 CHECK NUT TRAIN GEAR ASSY 

39905 LEAD WASHER - TRAIN ASSY 

39921 CORK 8 RUBBER TRAIN PACKING 

39981 5/8-2 HP8HK TRAIN SPINDLE PACKING 

40201 5/8 MHD MHF TOP PLATE 

40202 5/8 MHD MHF DISC CHAMBER RING 

40205 5/8 MHD MHF BOTTOM PLATE 

40207 5/8 HF HD INTERIOR ASSY SST BRZ STD 

40218 5/8 HF HD PSTN 8 SPDL ASSY SST 

40222 5/8 MHD MHF DIAPHRAGM MDL61 SST 

40223 5/8 MHF MHD PSTN 8 SPDL ASSY SST 

40233 5/8 HF DIAPHRAGM #2 FITTED-P.0.-SST 

40237 5/8 HF PLASTIC INTERIOR DIAPHRAGM 

4G239 5/8HF PLASTIC INTERIOR BOTTOM PLATE 

40242 5/8HF PLASTIC INTERIOR CHAMBER RING 

40245 5/8HF PLASTIC INTERIOR RUBBER INSERT 

40251 5/8 MHF-MHD PLASTIC INTERIOR ASSY-PO 

40261 5/8 HF-HD PLASTIC INTER ASSY-PO 

40262 5/8 MM D PLASTIC INTER ASSY-PO 

40269 5/8 MHF MHD INTERIOR ASSY-SST BRZ STD 

40280 5/8HK INT COMP RRZ/SS 

40284 5/8 HK PISTON ASSY W/SST SPDL-PO 

41201 3/4HF HD TOP PLATE 

41202 3/4 HF HD CHAMBER RING. 

41205 3/4 HF HD BOTTOM PLATE 

41218 3/4 HF HD PSTN 8 SPDL ASSY SST 

41223 3/4 MHF MHD DIAPHRAGM MODEL 61-SST 


38.71 

3.30 

2.20 

*89 

13.75 

4.40 

it'k'k •k'k 

14.45 
12.59 
3.50 
3.50 
3.50 
19.63 
VU92> 
—ST?3 
,39 
.22 
,03 
.10 
.50 
4.17 
11.35 

3.74 
21 .84 

6.53 

.74 

6.53 
.74 
.36 

2.54 
4.72' 

.07 
14.34 
14.34 
13.04 
21 .84 
86.11 
63.94 
6.00 
16.26 
7.23 

9.74 
1.14 











HERSEY PRODUCTS INC. 

WATER METER AND CONTROLS DIV. 
250 ELM ST, / DEDHAM, MA 02.026 

HERSEY METFR PARTS PRICE LIST 


** ALL PRICES SUBJECT TO CHANGE WITHOUT NOTICE +* PAGE 8 


EFFECTIVE 7/15/78 


PART NO. DESCRIPTION , PRICE EACH 

41229 3/4 MHF MHD PSTN 8 SPDL ASSY SST 9.74 

41231 3/4HF DIAPHRAGM SST N01-P0 1,1-4. 

41 233. 3/4HF DIA SST PO N2 ’i.14 

41 248 3/4 HF HD INTERIOR ASSY SST RRZ STD 41.0.6 

41269 3/4 MHF MHD INTERIOR ASSY SST BRZ STD 41.06 

41280 3/4HK INT BRZ SS 162.91 

41284 3/4 HK PISTON ASSY W/SST SPDL-PO 120.33 

41401 3/4 D INTERIOR COMP BRZ W/SST TRIM STD 106.50 

41402 3/4 D CHAMBER RING ' 81.95 

41405 3/4 D INTERIOR BRZ W/SST TRIM STD MFM 106.50 

41605 1 D 8 F BOTTOM PLATE 14.04 

41624 1 F DIAPHRAGM SST NO 2 - PO 4.35 

41656 IF STD PISTON ASSY W/SST SPINDLE 19,78 

41701 1 HF HD TOP PLATE 9.35 

/?p ~. 4 1 7 02—-—4_h- e hd chamber rj ln-g----—-— . ? 1.5 6 

C ~TT~7n5 1 HF HD BOTTOM PLATE ___-_ 1 1.3%> 

41717 1 HF HD INTERIOR ASSY SST BRZ STD 55.00 

41724 1 HF HD DIAPHRAGM MODEL 61-SST 1.43 

41731 1 MHF MHD PSTN 8 SPDL ASSY SST 14,30 

41733 1 HF HD PISTON 8 SPDL ASSY SST 14.3Q 

41748 1H F DIA SST N02 PO 1,43 

41769 1 MHF MHD INTERIOR ASSY-SST BRZ STD . 55.00 

41780 1HK INT BRZ SS 166.54 

41784 1 HK PISTON ASSY W/SST SPDL-PO 137.46 

41901 1 D INTERIOR BRZ W/SST TRIM STD 172.40' 

41902 1 D CHAMBER RING-BRZ 130.00 

42101 1 1/4 HD TOP PLATE 26,24 

42102 11/4 HD CHAMBER RING 57.97 

4210-5 • 1 1/4 HD BOTTOM PLATE 20,84 

42118 1 1/4 HD DIAPHARAGM #2-304 SSt 4.28 . 

42165 1 1/4 HD PSTN 8 SPDL ASSY SST 27.42 

42168 1 1/4 HD INTERIOR ASSY SST BRZ STD 163,77. 

42179 1 1 /4 H K INT W/SS T R M 297.82 

42186 1 1/4 HK PISTON 8 SPINDLE ASSY - SST 197.02 

42601 1 1/2 HO MHD TOP PLATE 23.10 

42605 1 1/2 HD MHD BOTTOM PLATE 23.10 

42619 1 1/2 HD MHD CHAMBER RING 50.81 

42623 1 1/2 HD MHD DIAPHRAGM MODEL 61 SST 2.42 

42624 1 1/2HD SS DIA N02 2.73 

42632 1 1/2 HD-MHD DIAPHRAGM SST MODEL 74 2.42 

42646 1 1/2 HD-MHD PSTN & SPDL ASSY SST 30.80 

42669 1 1/2 HD MHD INTERIOR ASSY SST BRZ STD 154.00 

42680 1 1/2HK INT C STD SS 343.88 

42684 1 1/2 HK PISTON ASSY W/SST SPDL-PO 263,26 










PRODUCTS INC.*®' Water.fvleter & Controls Division 

1 025.Criss Circle, Elk Grove Village, Illinois 60007 (31:2^39 //00 Telex 28-2573 


March 7* 1979 


City of Port Wayne 
1 Main Street 

Port Wayne, Indiana 46802 
Attention: Ms. Ruth Winget 
Gentlemen: 

In response to your recent request, we are pleased to quote you 
as follows on Hersey Meter Registers: 


Qty. 

Model 

Part No. 

Price Each 

Total 

20 

Small 961 1 Pt. 

28134 

$ 12.65 

$ 253.00 

50 

Med. 961 1 Pt. 

28142 

12.93 

646.50 

50 

Med. 961 10 Pt. 

28144 

12.93 

646.50 


$1,546.00 


Terms: 
Shipment: 
Acceptance: 
Literature j. 


Net 30 days F.O. B. Dedham. Massachusetts with freight 
'aliowe^r~oSrorders of $300.00 or more. 

Ap proximately 60 days from . re ceipt of order from our 
factory In Dedham, Massachusetts. 

This quotation is subject to acceptance by June 1, 
1979 •-—-—-— - 

We are enclosing two catalogs covering Hersey re¬ 
gisters, change gears and gear trains as requested. 


Your interest in our products is appreciated. 

Very truly yours. 




Harold P. Hodson 
Manager Customer Services 


HPH/es 
Enc. 


CC: W. Hansen 










©OTO ®1F CFTOT w/&m 0 

CI?Y UTILITIES 

DEPARTMENT OF PURCHASFS 
CITY —COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

Hersey Meter Company 
1025 Criss Circle 

E!k Grove Vi I I age, Illinois 60007 


by-ys-z 

ORIGINAL 

PURCHASE ORDER NO. 

This number 
age, packing slip, invoice, 
/express receipt and corres 


0931 


y^/77 

on each pack- 


date _March 15, 197.9, 


L 


Vendor No. 1090-01 


J 


SHIP TO - 


Water Maintenance & Service Dept. 
415 East Wallace Street 
Fort Wayne, Indiana 46803 


Dept. No. 22 


mail all ^ t vo,ces t to - 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


50 ea. 
50 ea. 

100 ea 
50 ea 
20 ea 


Small 961 Register, Straight Reading Center 
Hand, Cubic Feet, 1 Foot Part #28134 


Medium 961(Same as above) Part # 28142 


Medium 961 Register, Straight Reading Center 
Hand, Cubic Feet, 10 Foot Part # 28144 


1" Disc. Chamber Bottom Plate Part #41705 
Register Box Glass /Sea! Ring Part #19211 



12.65/ea 
12.93/e; 1 

12.93/ea 
11.34/ea 
.39/ea 


$ 253. 
646. 

646. 

1,134. 

19. 


41.92/4 838. 


Net 30 

Ship: 60 d.A.R.d. 

Price per Harold Hobson S or r ! 

Price list of 7/15/78 and 3/7/79 letter 


F.O.B. Dedham Mass. 

SUBJECT TO COUNCILMAN 1C APPROVAL 


NOTE: TERMS o7* PARENT ‘MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 


Show 

pnH | 


K G. N(|i 
n voice. 


:nt! 

fo Gan; 


0, Indian; 
mber on 


$3,537. 


ON! 


46802 
Packing Lj>lip 























jfi 

I 

X 

X 


•fe 

if 


YrHData. 


^X.\v 


PURCHASE RE 


, J&jl?77 


jjuuv.o 
ouismo <&&& 

Jl&L ,/ 

^ bO<X>/ 


Please order the following Material for Delivery as Specified: X 

To be delivered t o . XVx-^r. -v <& c_. X l^^.x vm.^,, * R eg. No._ SAL 

On or before_ 4>S < t^c»M J xc,s_ 'p fo;ra i f'9-3 / 


QUANTITY 

* DESCRIPTION 

f? 

DICT. 

EfePARTMENT 
ESTIMATED COST 



I^.C><£X 



eS 0 OKV,» 

v 

>hsrvY\.cv^Si™ 9<£> i 6 ^-SlCn.x xV*,-. r> >r .V-X~: ^5$AcxA.v. J -sr<v. 

/£. 6 - 




„.x, c, ,u.<- .''a^x. / . 









*• -5^0 v . 

TKt x-, . 94, ■ 



<?<:5 • 

0 vAtt.. 

'-'TxAX J ^941 1 *v»,A, 1 k.«.a.X 1 « 





Cajn'^Xx ."WviwX. , 0 \ l V V.A .' fc.V. .» , ID 






¥31** 

- ^ 

vv^ 

/OO ,o<x.. 

)" i\ lt r .> (IW-xsW. rB^Xv-V^.;, f=9, CNo.\c , ^ ,-^V/ 

7o£ Hi 


34C 

% aTi 

Soo^,. 

^>o, a«> , <sa«*o \w »«»<■. r?A --*/s 

All 

W» / 

^0 ,5MX- 

“ CjV’“ — 

A ij» t& ' V ^SW\3v«i>tv l C.. a x Kc.t fV».r^tb , \cv v.. Xfv 

\.v *cO 



REMARKS: 

fr/N^c ^ ft X.^ ^ GWX =*£ 33^4^ 

9497/a 


$41 

/O?0-O/ 

'TUf.yKdc JjUrot CooCdL^yA, R.o ■ 

_ . •*/ / /,' ,') J. / - / ' „ * ).*■ *1 . r /I , /J C y _ / 

. V/ 


7, ?c 


N - 

9 


£ 


1 . 


\ V^hUIX.- 


•dky{y£c^ y?2^ 


3 





































TITLE OF ORDINANCE SPECIAL ORDINANCE - CITY UTILITIES PURCHASE ORDER NO. 0931 - HERSEY METER CO. 

7 5 


DEPARTMENT REQUESTING ORDINANCE _ 


BOARD OF PUBLIC WORKS 


SYNOPSIS OF ORDINANCE CITY UTILITIES PURCHASE ORDER NO. 0931, HERSEY METER COMPANY IN AMOUNT OF 
$3537.90 FOR WATER METER SUPPLIES AND REPLACEMENT PARTS FOR USE BY THE WATER MAINTENANCE AND 
SERVICE DEPARTMENT. • 


(PURCHASE ORDER AND MEMORANDUM ATTACHED) 


EFFECT OF PASSAGE ACQUISITION OF PARTS TO CONTINUE WATER METER MAINTENANCE AND REPAIR SERVTCF. 


EFFECT OF NON-PASSAGE INABILITY TO MAKE REPAIRS TO WATER METERS WITHOUT SUPPLIES 
& REPLACEMENT PARTS .. 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $3537.90 FROM WATER UTILITY 


ASSIGNED TO COMMITTEE 


































